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PREFACE 




IXCE our former catalogue was issued, we have originated a 

S large number of new designs in the various classes of clocks 

which we manufacture. Many entirely new and original 
ideas have been developed and perfected, and our present 
catalogue offers a remarkably complete and comprehensive 
line of up-to-date one- and eight-day clocks, embodying the 
most advanced ideas in construction and design. 

As to Alarm Clocks : To those who desire the old style 
cylindrical case with bell on top, we offer a very complete 
variety at prices lower than ever before. The "Concealed Bell Clock" 
was a radical departure in the method of alarm clock construction, 
and to us obviously had many points of superiority over the 
exposed bell, whether on top or back. The immediate and uni- 
versal popularity of those clocks has fully justified our views. 
The fitting of alarm clocks with brass and silvered dials has established 
a new standard of quality which places those clocks in a class by them- 
selves, separate and distinct from those fitted with the ordinary common- 
place paper dial. The Autocrat alternating alarm marks the zenith of cylin- 
drical case alarm clock development. The scratch finished brass, thin model 
case, toric crystal and concealed bell give it the appearance of a magnifi- 
cent, gigantic watch, without sign or suggestion of cheapness. In fact, 
no effort or expense has been spared to make this an ideal clock. The 
Dryad and Triton represent another radical departure in design of alarm 
clocks and appeal particularly to those of discriminating tastes who 
demand an alarm clock that is ornamental as well as useful. The Dryad 
and Triton embody all the efficiency, and essential qualities of the best 
alternating alarm clock without the commonplace earmarks of the 
round case clock. For a clock to withstand all kinds of abuse and hard 
knocks, we recommend the iron case alarms, Admiral and Merrimac. 

We have increased our line of natural grain mahogany finished cases, 
and also illustrate several designs with inlaoid decoration, an imitation of 
inlaid work, very handsome and attractive. These patterns are fitted 
with cither ivcroid or silver-plated metal dials and convex glass, which 
give them a very superior effect. The convex glass obviates all sheen 
and refraction, rendering dial numerals absolutely distinct from any angle. 
The superiority in design and finish of our enameled wood (imita- 
tion marble) cases is so well established with the trade and public generally 
that it is unnecessary to here comment oil it. Being first in the field in 
the manufacture of this class of cases, we have always been foremost 
in the line of improvements, and have at all times maintained our 
supremacy. Among the new patterns shown this season will be found 
a number of attractive designs at prices never before approached. Many 
of these are fitted with brass and silvered dials and convex glass. 

Our embossed kitchen clock cases are not to be compared with the 
ordinary standard kitchen clock. They are the result of artistic and 



practical designing, skillful die work and superior workmanship and 
finish. Our idea that a kitchen clock of .a plain high-grade finish, essen- 
tially superior to the ordinary embossed kitchen clock, would find a ready 
market, has been fully confirmed, and the New Departure Line is now 
a recognized standard, and the demand constantly growing. 

We also offer a complete line of Hanging (office) clocks, which for 
style, finish and price are unsurpassed. 

A thorough testing and inspection system is rigidly maintained. 
Every movement is run and thoroughly tested before it leaves the factory, 
and with proper usage is warranted a correct timekeeper. The case of 
every clock, before packing, is critically examined for defects in work- 
manship and finish. 

Our well-known policy of distributing our product strictly through 
the medium of the jobber will be continued. The positive advantage 
and protection thus secured to the jobber handling Ingraham Clocks is 
apparent. At the same time the benefits of this system to the retailer 
are quite as marked. Owing to our liberal jobbing discounts, the retailer 
enjoys every advantage in price, etc. that accrues from dealing direct with 
the manufacturer, and is assured much more prompt delivery at a minimum 
cost of transportation, on account of his proximity to the source of 
supply, the warehouse of every jobber being a local depot for the dis- 
tribution of Ingraham Clocks. 

THE E. INGRAHAM COMPANY 



All Enameled Clocks packed singly. 

All Oak and Walnut Mantel clocks packed six in a box. 
All Kitchen, Hanging, 8 inch and 10 inch Drop Octagon, 8 inch 
and 10 inch Ingot, clocks packed six in a box. 
All other hanging clocks, packed singly. 

When clocks are packed regularly six in a box, an additional charge 
of ten cents per clock is made for packing singly. 
Kitchen Mantel or Hanging clocks fitted with: 

Gongs, 45 cents each additional, list. 

Alarms, 45 cents each additional, list. 

Calendar, 40 cents each additional, list. 

Thermometer and Barometer, 55 cents each additional, list. 
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THE RATTLER 

List price, per clock, $1.40 

This clock is 6.K inches in height, 
with 4K-inch dial. Case nickeled and 
highly polished. The movement is made 
of the best material obtainable and is 
constructed on scientific principles by 
the best methods and workmanship. 

Every clock is thoroughly tested 
before it leaves the facory and is warranted 
a first-class timekeeper. The alarm ad- 
justment will be found practically perfect, 
and the alarm may be relied upon to 
"go off" at the time set. 

The clock is fitted with a "shut-off" 
lever by means of which the alarm may 
be discontinued at will. 

Special attention is called to the 
winding keys which are of the "turn 
down" variety, but so constructed that 
they will not drop down. The advantage 
of such a key over the ordinary winding 
key which drops down each time the 
operator lets go to take a new hold will 
be appreciated. All our alarm clocks are 
fitted with these keys. 

Packed fifty clocks in a box, each 
clock in a separate pasteboard box. 

These clocks may be had with name 
and address imprinted on dial, in case lots, 
without extra charge. 





STANDARD 

List price, per clock, 



.55 



This clock is 6>2 inches in height, 
with 4>2-inch dial. Case of seamless 
drawn brass, nickeled and highly polished. 
The movement is made of the best ma- 
terial obtainable for the purpose, and is 
constructed on scientific principles by 
the best methods and workmanship. 

Every clock is thoroughly tested 
before it leaves the factory and is war- 
ranted a first-class timekeeper. The 
alarm adjustment will be found practi- 
cally perfect, and the alarm may be relied 
upon to "go off" at the time set. 

It is fitted with a "shut-off" lever 
by means of which the alarm may be 
discontinued at will. 

Packed fifty clocks in a box, each 
clock in a separate pasteboard box. 

These clocks may be had with name 
and address imprinted on dial, in case lots, 
without extra charge. 
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ALTERNATOR 
List price, per clock, $1.90 

This clock is 6K inches in height, 
with 4M -inch dial. Case of seamless drawn 
brass, nickeled and highly polished. The 
movement is made of the same high- 
grade material and workmanship as 
characterizes all our alarm clocks and is 
thoroughly tested and fully guaranteed. 

The alarm rings for about a quarter 
of a minute, and is silent a similar period, 
alternating thus for about twelve minutes, 
but is fitted with a manual "shut-off" 
by means of which the alarm may be 
discontinued at will. 

The "Alternator" is recommended 
to all, both light and sound sleepers, as 
positively the safest and surest guarantee 
of being aroused at the time desired. 
Many ultra-sound sleepers, after using 
the common, continuous alarm clock a 
short time, have found that the alarm 
awakes them momentarily only, and they 
again lapse into slumber, the alarm hav- 
ing failed of its purpose. The alternate 
noise and silence of the "Alternator" is 
so disturbing in its effect and so persistent 
in keeping at it, that it never fails of its 
object. 

Packed fifty clocks in a box, each 
clock in a separate pasteboard box. 

These clocks may be had with name 
and address imprinted on dial, in case lots, 
without extra charge. 





DI-ALTERNATOR 
List price, per clock, $2.05 

This clock is 7 inches in height, with 
4K-inch dial. Case of seamless drawn 
brass, nickeled and highly polished. It 
is fitted with the same high-grade move- 
ment as used in the "Alternator," which 
is a guarantee of quality unsurpassed. 

The alarm rings for about a quarter 
of a minute, and is silent a similar period, 
alternating thus for about twelve minutes, 
but is fitted with a manual "shut-off" 
by means of which the alarm may be 
discontinued at will. 

All the advantages claimed for the 
alternating feature of the "Alternator" 
obtain in this clock in addition to which 
the alarm is very much louder on account 
of the extra large bell, which also gives 
the clock a very superior appearance. 

Packed fifty clocks in a box, each 
clock in a separate pasteboard box. 

These clocks may be had with name 
and address imprinted on dial, in case lots, 
without extra charge. 
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SIREN 
List price, per clock, $1.75 




The Clock with the Concealed Bell 



(Interior View) 



This clock is 6 inches in height, with 4^-inch solid brass reverse dial. Case 
nickeled and highly polished, with movement the same high grade used in all our 
alarm clocks. It has four-minute long alarm with "shut off" lever by means of 
which alarm may be discontinued at will. 

The bell is contained entirely within the case, being located between the dial 
and the movement. 

The perforations around the periphery of dial serve the double purpose of letting 
out the sound and marking the minute periods. 

To prevent dust getting into the movement through these perforations a dust 
cap is located between the bell and movement, dividing the case into two compart- 
ments absolutely separated. The forward one is perforated and contains the bell, 
and the other is perfectly tight and dust proof, and contains the movement; all of 
which is clearly shown in interior view. 

A bell arranged in this manner has many advantages over placing it on top of 
case, or at the back. Being wholly within the case, it cannot be muffled by coming 
in contact with any foreign object, nor can it be displaced or thrown out of adjust- 
ment, as frequently happens when the bell is on top or back of case. 

As the diameter of the bell is practically that of the interior of the case, it is 
in consequence much larger and noisier than any other bell on the market. 
Packed fifty clocks in a box, each clock in a separate pasteboard box. 

These clocks may be had with name and address imprinted on paper dial, in case 
lots, without extra charge. 
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VIBRATOR 
List price, per clock, $2.20 




The Clock with the Concealed Bell 



(Interior View) 



This clock is () inches in height, with 4 ' 2 -inch solid brass silver-plated reverse 
dial. Solid brass case, old brass finish. Movement the same high grade used in all our 
alternating alarm, clocks. Thoroughly tested and fully guaranteed. 

The alarm rings about a quarter of a minute and is silent a similar period, alter- 
nating thus for about twelve minutes and provided with a manual stop, by means of 
which the alarm may be discontinued at will. 

The bell is contained entirely within the case, being located between the dial and 
movement. 

The perforations around the periphery of dial serve to let out the sound as well as 
to mark the minute periods. 

To prevent dust getting into the movement through these perforations, a dust 
cap is located between the bell and the movement, dividing the east- into two compart- 
ments absolutely separated. The forward one is perforated and contains the bell, and 
the other is perfectly tight and dust proof, and contains the movement ; all of which 
is clearly shown in interior view. 

The advantages of this construction are referred to in some detail on page 6 and 
are worthy of attention. The invisible bell marks the acme of advancement in nickel 
alarm construction. 

As the diameter of the bell is practically that of tin* interior of the case, it is 
in consequence much larger and noisier than any other bell on the market. 

Packed fifty clocks in a box, each clock in a separate- pasteboard box. 

These clocks may be had with name and address imprinted on paper dial, in 
case lots, without extra charge. 
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ROTATOR 

List price, per clock, $2.35 



A-Dial 
B-Belf 
C— Dust Cap 
D— Movement 




The Clock with the Concealed Bell 



(Interior View) 



This clock is 6 inches in height, with 4^-inch dial. Case of seamless drawn 
brass, nickeled and highly polished, with movement the same high grade used in all 
our alternating alarm clocks. 

The alarm rings about a quarter of a minute and is silent a similar period, alter- 
nating thus for about twelve minutes and provided with a manual stop by means 
of which the alarm may be discontinued at will. 

The bell is contained entirely within the case, being located between the dial 
and movement. The case is encircled with perforations to allow the sound to escape. 
To prevent dust getting into the movement through these perforations, a dust cap 
is located between the bell and movement, dividing the case into two compartments 
absolutely separated. The forward one is perforated and contains the bell, and the 
other is perfectly tight and dust proof and contains the movement; all of which is 
clearly shown in interior view. 

The advantages of this construction are specifically referred to on page six. 
The very superior appearance of "The Clock with the Concealed Bell" is obvious. 

As the diameter of the bell is practically that of the interior of the case, it is 
in consequence much larger and noisier than any other bell on the market. 

Packed fifty clocks in a box, each clock in a separate pasteboard box. 

These clocks may be had with name and address imprinted on dial, in case lots, 
without extra charge. 
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AUTOCRAT 

List price, per clock, $2.95 



Twelve Minute Alternating 

Alarm with shut-off 

Switch 



Height 1% inches, with 

4 Va, -inch Iveroid Dial 

concealed bell 




The case of this clock is of seamless drawn brass, scratched brass or nickel finish. The dial is iveroid 
(imitation of porcelain), and is fitted with a toric crystal which obviates all sheen and refraction and 
renders dial numerals absolutely distinct from any angle. This is a great improvement over the ordinary 
flat glass which is so affected by slanting rays as to entirely obliterate the dial at certain angles and make 
it indistinct from any position except directly in front. 

The toric crystal in combination with the concealed bell, thin model and general style of case, gives 
it the appearance of a huge watch. This impression is further accentuated by a uniquely contrived 
collapsible tripod so that when it is desired to hang the clock up instead of setting it on a mantel or shelf, 
the legs may be entirely removed from sight. 

This clock is fitted with the same high-grade movement used in all our alternating alarm clocks. 

The alarm rings about a quarter of a minute and is silent a similar period, alternating thus for about 
twelve minutes and provided with a manual stop by means of which the alarm may be discontinued at will. 

The bell is contained entirely within the case, being located between the dial and movement. The 
case is encircled with perforations to allow the sound to escape. To prevent dust getting into the move- 
ment through these perforations, a dust cap is located between the bell and movement, dividing the case 
into two compartments absolutely separated. The forward one is perforated and contains the bell, and 
the other is perfectly tight and dust proof, and contains the movement; the method of construction being 
substantially the same as in the Rotator, page 8. The advantages of this construction are specifically 
referred to on page 6. The very superior appearance of "The Clock with the Concealed Bell" is obvious. 
As the diameter of the bell is practically that of the interior of the case, it is in consequence much larger 
and noisier than any other bell on the market. Packed twenty-four clocks in a box, twelve scratched 
brass and twelve nickel finish, each clock in a separate pasteboard box. 



10 



THE E. INGRAHAM CO., BRISTOL, CONN. 



MERRIMAC 
List price, per clock, $1.97 



The Clock with the 
Concealed Bell 

Thirty-hour time, twelve- 
minute alternating alarm with 
"shut-off" switch. Indestructi- 
ble enameled iron case. Height, 
b x / 2 inches; width, 5 inches; dial, 
3j4 inches, solid brass. 

Alarm rings alternately every 
fifteen seconds for twelve minutes, 
with "shut-off" switch. 

Twenty-four clocks in a case, 
each in a pasteboard box. 

These clocks may also be had 
with name and address imprinted 
on paper dial, in case lots, without 
extra charge. 




Illustration One-half Actual Size of Clock 



ADMIRAL 

List price, per clock, $1.97 




The Clock with the 
Concealed Bell 

Thirty-hour time, twelve- 
minute alternating alarm with 
"shut-off" switch. Indestructi- 
ble enameled iron case. Height, 
5^2 inches; width, 5 inches; dial, 
3^4 inches, solid brass, silvered. 

Alarm rings alternately every 
fifteen seconds for twelve minutes, 
with " shut -off " switch. 

Twenty-four clocks in a case, 
each in a pasteboard box. 

These clocks may also be had 
with name and address imprinted 
on paper dial, in case lots, without 
extra charge. 



Illustration One-half Actual Size of Clock 
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DRYAD 

List price, per clock, $2.35 

The Clock with the 
Concealed Bell 

Thirty-hour time, twelve - minute 
alternating alarm with "shut-off" switch. 

Height, ti'4 inches; width, 1 inches; 

metal dial, ■'> % inches. 

The bell is contained entirely within 
the case. Patent dust cap to protect 
movement and render case dust proof. 

The alarm rings for about a quarter 
i'\ a minute, and is silent a similar period, 
alternating thus for about twelve minutes, 
but is fitted with a manual "shut-off" 
by means of which the alarm may be 
discontinued at will. livery clock is 
thoroughly tested before it leaves the 
factory, and is warranted a first-class 
timekeeper. 

Packed twenty- four clocks in a box 
(eight brass finish, eight nickel finish, 
eight copper finish), each clock in a 
separate pasteboard box. 

These clocks may also be had with 
name and address imprinted on paper dial, 
in case lots, without extra charge. 





Illustration One-half Actual Size of Clock 



TRITON 

List price, per clock, $2.35 

The Clock with the 
Concealed Bell 

Thirty -hour time, twelve - minute 
alternating alarm with "shut-off" switch. 
Height, 6'4 inches; width, 4 inches; 
metal dial, BH inches. 

The bell is contained entirely within 
the case. Patent dust cap to protect 
movement and render case dust proof. 

The alarm rings for about a quarter 
of a minute, and is silent a similar period, 
alternating thus for about twelve minutes, 
but is fitted with a manual "shut off" 
by means of which the alarm may be 
discontinued at will. Every clock is 
thoroughly tested l>efore it leaves the 
factory, and is warranted a first class 
timekeeper. 

Packed twenty-four clocks in a box 
(eight brass finish, eight nickel finish, 
eight copper finish), each clock in a 
separate pasteboard box. 

These clocks may also be had with 
name and address imprinted on paper dial, 
in case lots, without extra charge. 



Illustration One-half Actual Size of Clock 
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PONY ALTERNATOR 
List price, per clock, $1.90 

Height, 5X inches; length of 
base, 4 inches; dial, 4 inches. Case 
and base brass finish. High-grade 
movement. 

The alarm rings about a 
quarter of a minute and is silent 
a similar period, alternating thus 
for about twelve minutes and 
provided with a manual stop by 
means of which the alarm may 
be discontinued at will. 

The bell is concealed under 
the base. 

Packed fifty clocks in a box, 
each clock in a separate paste- 
board box. 

These clocks may also be had 
with name and address imprinted 
on dial, in case lots, without extra 
charge. 




CLARION 

List price, per clock, $3.40 



Case 



Height, 6 inches; length of base, 10 inches; dial, 4>£ inches, solid brass silvered, 
and base of seamless drawn brass, old brass finish. High-grade movement. 

The alarm rings about a quarter of a minute and is silent a similar period, alternating 
thus for about twelve minutes and provided with a manual stop by means of which the alarm 
may be discontinued at will. ^ t0m .....^^ >~~*^ view of Rotator > P a S e 8. 

The bell is contained en- jgj^mpP •▼*^^s v Packed twenty- 

tirely within the case, jr ***Pf^i • * — ■^•^^V f ° Ur clocks in a box ' 

being located between ■/ M //%* M ¥/ ^S^^W^k, each clock in a sepa " 

thedialand / "*ir Wm if IV) I \«)\ rate pasteboard box. 

movement, as 
shown in interior 
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Natural Grain Mahogany Rubbed Finish Cases 
Brass Panels Front and Sides 



Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

5-inch, Solid Brass, Silvered Dial 

Convex Glass 




AUDIT 

Height, 11X inches. Width, &% inches 
$9.50 




AZTEC 

Height, 11 finches. Width, S}4 inches 
$9.50 




ARROW 

Height, 11^< inches. Width, 8K inches 
$9.50 
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Natural Grain Mahogany 

Rubbed Finish Cases 

Inlaoid Decoration 

Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

5-inch, Solid Brass, Silvered Dial 

with Convex Glass 




' . .. Mil ,:. IL„,ii"'..'J 
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BELFRY 

Height, 12K inches. Width, 9>£ inches 

$9.50 




AZURE 

Height, 12>^ inches. ' Width, $y 2 inches 
$9.50 




\tmmu*0llr 



CENSOR 

Height, 12 >£ inches Width, 9>^ inches 

$9.50 
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Natural Grain Mahogany 

Rubbed Finish Cases 

Inlaoid Decoration 

Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

5-inch, Solid Brass, Silvered Dial 

with Convex Glass 




ENFIELD 

Height, 14 inches. Width, 10 inches 
$9.50 




ESSEX — Mahogany 
BETHEL — Quartered Oak 

Height, 12K inches. Width, 9 l /> inches 
$9.50 




ALLIANCE 

Height, 11 inches. Width, \2}4 inches 
Case, Natural Grain Mahogany Rubbed Finish 

$10.50 



16 



THE E. INGRAHAM CO., BRISTOL, CONN. 



Natural Grain 

Mahogany Rubbed 

Finish Cases 

Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

5-inch, Solid Brass 

Silvered Dial, with 

Convex Glass 




ANTLER 

Height, 11 inches. Width, \2j4 inches 
$10.50 




ARGENT 

Height, 11 inches. Width, 12>4 inches 
$10.50 
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Enameled Wood Cases 



Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

White or Fancy Dial 

Dial, 5 inches 




WIZARD 

Height, 10 2< inches. Width, 10 inches 
$6.45 




PEARL 

Height, 11 inches. Width, 10 inches 
$7.00 



MARBLEITE No. 2 

Height, 11 inches. Width, 10 inches 
$7.00 
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Enameled Wood Cases 

Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 




ARGOSY 

Height, \1}4 inches. Width, 10K inches 

Copper Columns, Bronze Trimmings, 5-inch 
Brass Dial, Convex Glass. 

$7.15 





jiiiiitiiiiittiiniiiiiiiiiiiiiaiiaiiiiiiiiHiiiiHiiiiiHft 




ARGAND "^ fw 

Height, \\yi inches. Width, 10f£ inches 

Copper Columns, Bronze Trimmings, 5-inch 

Brass Dial, Convex Glass. 

$7.15 




Height, \\y 2 inches. Width, 10 % inches 

Nickeled Columns, Gilt Trimmings, 5-inch 

Metal Silverplated Dial, Convex Glass. 

$7.15 
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Enameled Wood Cases 

Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

White or Fancy Dial 

Dial, 5 inches 




RUBY 

Height, 11X inches 
Width, 11# inches 

$7.30 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




BIJOU 



White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 13^ inches 

Marbleized Mouldings. Green Metal Columns 

$7.30 




CAMEO 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 13>£ inches 

Green Marbleized Mouldings and Panels. Engraved Wood Columns 

$7,30 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, UK inches. Length of Base, 12 inches 

Marbleized Columns 

$7.45 




ALDINE 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 13 W inches 

Green Marbleized Mouldings and Panels. Metal Columns 

$7.45 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 14>< inches 

Ecru Marbleized Mouldings. Red Metal Columns 

$7.80 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 16X inches 

Marbleized Columns 

$7.90 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 
Height, 11 inches. Length of Base, 17^ inches 

$8.00 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17>2 inches 

Marbleized Columns 

$8.00 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




CORAL 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15 inches 

Marbleized Mouldings. Engraved Wood Columns 

$8.10 




DUCAL 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 16X inches 

Marbleized Mouldings. Metal Columns 

$8.10 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




CENTAUR 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15 inches 

Marbleized Mouldings. Metal Columns 

$8.10 




CANOPY 

White or Fancy 5-inch Dial 

Height, 12 inches. Length of Base, 14 ^ inches 

Marbleized Mouldings and Panels. Metal Columns 

$8.15 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




CARMEN 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15 inches 

Marbleized Mouldings. Metal Columns 

$8.15 




5-inch Brass Dial with Convex Glass 

Height, 11 inches. Length of Base, 16X inches 

Marbleized Mouldings. Copper Columns. Bronze Trimmings 

$8.20 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




CLIMAX 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 16 inches 

Metal Columns 

$8.20 




STRATFORD 



White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 16 inches 

Imitation Onyx Columns. Marbleized Mouldings and Panels 

$8.20 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




5-inch Metal Silvered Dial with Convex Glass 

Height, \\y 2 inches. Length of Base, 16X inches 

Marbleized Mouldings. Nickel Columns. Gilt Trimmings 

$8.30 




White or Fancy 5-inch Dial 
Height, 11 inches. Length of Base, 15>^ inches 
Marbleized Mouldings 

$8.30 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half -Hour Cup Bell 




LUZON 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15>^ inches 

Marbleized Mouldings and Columns 

$8.40 







GYPSY 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17 inches 

Marbleized Mouldings. Engraved Wood Columns 

$8.55 



30 



THE E. INGRAHAM CO., BRISTOL, CONN. 



Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 



m 



m 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17 inches 

Marbleized Mouldings and Columns 

$8.65 



m limiiiiiiiiiiimummmmnTimummmmmmmiiiiimiimnmn urn 




5-inch Brass Dial with Convex Glass 
Height, UK inches. Length of Base, 17 inches 
Marbleized Mouldings. Copper Columns. Bronze Trimmings 

$8.65 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17 inches 

Marbleized Mouldings. Imitation Onyx Columns 

$8.55 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17 inches 

Marbleized Mouldings. Metal and Onyx Columns 

$8.65 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 16 inches 

Marbleized Mouldings. Imitation Onyx Columns 

$8.75 




HAMPDEN 

5-inch Metal Silvered Dial with Convex Glass 

Height, 12^< inches. Length of Base, 16^ inches 

Marbleized Mouldings. Nickel Columns. Gilt Trimmings 

$8.75 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial. Height, ll. 1 i - inches. Length of Base, 17 inches 

Marbleized Mouldings and Columns 
$8.75 




o-ineh Brass Dial with Convex Glass 

Height, 13 inches. Length of Base, 17 inches 

Marbleized Mouldings. Bronze Trimmings. Copper Columns 

$8.75 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




5-inch Metal Silvered Dial with Convex Glass 

Height, UK inches. Length of Base, 17 inches 

Marbleized Mouldings. Nickel Columns. Gilt Trimmings 

$8.75 




White or Fancy 5-inch Dial 

Height, 11 J4 inches. Length of Base, 16>£ inches 

Marbleized Mouldings. Metal Columns 

$8.75 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




ALCAZAR 

White or Fancy 5-inch Dial 
Height, 12 inches. Length of Base, 12 inches 
Imitation Onyx Columns 
$8.75 




LANCET 

White or Fancy 5-inch Dial 

Height, 11>£ inches. Length of Base, 16 inches 

Marbleized Mouldings. Metal Columns 

$8.75 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




BETA 

White or Fancy 5-inch Dial. Height, 1 1>^ inches. Length of Base, 13>< inches 

Marbleized Mouldings, Imitation Onvx or Metal Columns 

$8.75 




o-inch Brass Dial with ConvexGlass. Height, 12'., inches. Length of Base, \(\ l 4 inches 

Marbleized Mouldings. Copper Columns 
$8.90 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 

mmmmmmmm 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17>2 inches 

Marbleized Mouldings and Columns 

$8.90 




White or Fancy 5-inch Dial 

Height, 12! 2 inches. Length of Base, 17 inches 

Marbleized Mouldings. Imitation Onyx Columns 

$8.90 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half -Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17>< inches 

Marbleized Mouldings. Metal Columns 

$8.90 




5-inch Iveroid Dial with Convex Glass 

Height, 10^ inches. Length of Base, 18>£ inches 

Marbleized Mouldings. Metal Columns 

$8.90 
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Enameled Wood Cases 




Eight Day, Patent Regu- 
lator, Hour Cathedral 
Gong, Half-Hour 
Cup Bell 



GRENADA 

White or Fancy 5-inch Dial 

Height, 12 inches. Length of Base, 12 inches 

Hand Decorated, Porcelain Columns 

$8.90 



^***RinS?e&«£ 




NEBULA 

White or Fancy 5-inch Dial 

Height, 12 inches. Length of Base, 10 inches 

Marbleized Mouldings. Imitation Onyx Columns 

$8.90 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half -Hour Cup Bell 




$9.10 



White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 18X inches 

Marbleized Mouldings. Imitation Onyx Columns 

This Clock may be fitted with alarm, when so ordered, at 75 cents additional, list 




RUTLAND 

5-inch Iveroid Dial with Convex Glass 

Height, 12>< inches. Length of Base, 17 inches 

Marbleized Mouldings. Metal Columns 



$9.10 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




CORDOVA 

5-inch Iveroid Dial with Convex Glass 

Height, 11 inches. Length of Base, 18^ inches 

Metal Columns 

$9.15 




EMPRESS 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17 )/ 2 inches 

Marbleized Mouldings. Metal Columns 

$9.30 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half -Hour Cup Bell 




MONARCH 

White or Fancy 5-inch Dial 

Height, 12 inches. Length of Base, 17>^ inches 

Marbleized Mouldings and Columns 

$9.40 




CURFEW 

White or Fancy 5-inch Dial 
Height, 11>£ inches. Length of Base, 17# inches 
Marbleized Mouldings. Imitation Onyx Columns 

$9.50 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




ERMINIE 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15>^ inches 

Marbleized Mouldings and Columns 

$9.75 




VESTAL 

White or Fancy 5-inch Dial 

Height, 12^ inches. Length of Base, 17>£ inches 

Marbleized Mouldings. Metal Columns 

$10.00 
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Enameled Wood Cases 

Eight Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




CYCLE 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 14>^ inches 

Imitation Onyx Columns 

$10.00 




CRITIC 

White or Fancy 5-inch Dial 
Height, V2 l X inches. Length of Base, 17>^ inches 
Marbleized Mouldings. Imitation Onyx Columns 

$10.00 



THE E. INGRAIIAM CO., BRISTOL, CONN, 



45 




REBUS 



List each, $4.35 

Fitted with Alarms, 45 cents 
each additional, list 
Six Clocks in a Box 



NEW DEPARTURE LINE 



Five-inch Solid Brass Dial 

with Silvered Metal Ornaments 

in Corners 

Eight Day 

Hour and Half-Hour 

Cathedral Gong Strike 

Two Styles of Case 

Each Style in Three Colors 

Golden Oak, Antique Oak 

and Mahogany Rubbed Finish 

Height, 18 inches 




PALLET 
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EIGHT DAY HANGING MISSION CLOCKS 

MONTEREY 

Solid Oak, Mission Finish 

Dial, 12 K inches. Height, 27>2 inches 

Eight Day, Time $5.85 

Eight Day, Strike 6.85 



ANTWERP 

Solid Oak, Mission Finish 

Dial, 12 inches. Height, 32 inches 

Eight Day, Time $7.70 

Eight Day, Strike 8.70 




MADRID 

Solid Oak, Mission Finish 

Dial, 12 inches 
Height, 28>^ inches 

Eight Day, Time $7.30 

Eight Day, Strike 8.30 




MADRID 
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ALAMEDA ASSORTMENT 
Eight Day, Strike, Mission Mantel Clocks 




ALTO 




Dial, 6 inches 

Cast Metal Figures 

Height, 19 inches 

Width, UK inches 

Hour and Half-Hour Strike 

Genuine Oak Mission Finish 

Three Styles 

Six Clocks in a Box 

List, each, $4.35 




LAREDO 



SAN JOSE 



48 



THE E. IXGRAHAM CO., BRISTOL, COXX 



LAKE LINE 



Dial, 6 inches 

Height, 22 inches 

Eight Day 

Hour and Half-Hour Strike 

Six clocks in a box 

List each, $3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 




SENECA — Oak 
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LAKE LINE 



Dial, 6 inches 

Height, 22 inches 

Eight Day 

Hour and Half-Hour Strike 

Six Clocks in a box 

List, each, $3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 




MICHA — Oak 
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FLOWER LINE 

Dial, 6 inches 

Height, 22 inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gong 
45 cents additional, list 

Three Styles 

Six Clocks in a Box 




LILY — Oak 




DAHLIA — Walnut 




VIOLET — Oak 
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\\\\\\\\\\\\\\\\\\^ 



ATLANTIC — Oak 




OCEAN LINE 

Dial, 6 inches 

Height, 22# inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gongs 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 




v\vv\y\\v\\\\\\\\v\\\m 



ARCTIC — Oak 



^\\\\m\\\m^ 



PACIFIC — Oak 
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NATIONAL LINE 

Dial, 6 inches 
Height, 22 inches 
Eight Day 
Hour and Half-Hour Strike 

List, each, $3.80 

Six Styles 
Six Clocks in a Box 
Fitted with Alarms or Gongs 
45 cents additional, list 




FREEDOM 
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NATIONAL LINE 



Dial, 6 inches 
Height, 22 inches 
Eight Day 
Hour and Half-Hour Strike 

List, each, $3.80 

Six Styles 
Six Clocks in a Box 
Fitted with Alarms or Gongs 
45 cents additional, list 




CAPITOL 
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STAR LINE 

Dial, 6 inches 

Height, 22 K inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 




THALIA — Oak 
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STAR LINE 

Dial, 6 inches 

Height, 22 % inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 




DIANA — Oak 
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KING LINE 



Dial, 6 inches 

Height, 22 K inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gongs 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 



nTmnfRffil 




HUMBERT — Oak 




EDWARD — Oak 




WILHELM — Oak 
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WESTMINSTER 



Dial, 6 inches 

Height, 24>^ inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $4.80 

Fitted with Alarms or Gongs 

45 cents additional, list 

Six Clocks in a Box 




Dial, 6 inches 

Height, 24^ inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $4.80 

Fitted with Alarms or Gongs 

45 cents additional, list 

Six Clocks in a Box 



PURITAN 
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RIVER LINE 

Dial, 6 inches 

Height, 23 inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $3.95 

Fitted with Alarms or Gongs 
45 cents additional, list 




DELAWARE — Oak 
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RIVER LINE 



Dial, 6 inches 
Height, 23 inches 
Eight Day 
Hour and Half-Hour Strike 

List, each, $3.95 

Fitted with Alarms or Gongs 
45 cents additional, list 




SUWANEE — Oak 
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TABLET LINE 

Dial, 6 inches 
Height, 22 % inches 

Eight Day 
Hour and Half-Hour Strike 

List, each, $3.95 

Fitted with Alarms or Gongs 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 



imfminnil 
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DOUBLET — Oak 




DULCET — Oak 




DRAGON — Oak 
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PRISM 




MIRROR LINE 

Dial, 6 inches 

Height, 22K inches 

Eight Day 

Hour and Half-Hour Strike 

Mirrors either side of Door 

List, each, $4.25 

Fitted with Alarms or Gongs 
45 cents additional, list 

Three Styles 

Six Clocks in a Box 




CRYSTAL 



REFLECTOR 
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STAR LINE 

Barometer and Thermometer 

Dial, 6 inches 

Height, 22 K inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $4.35 

Fitted with Alarms or Gongs 

45 cents additional, list 

Any Oak or Walnut 

Mantel Clock 

Fitted with Barometer and 

Thermometer, 55 cents 

additional, list 

Six Clocks in a Box 




THALIA — Oak 
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STAR LINE 

Barometer, Thermometer and 
Calendar 

Dial, 6 inches 

Height, 22 K inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $4.75 

We cannot fit Alarms 
in Calendar Clocks 
Six Clocks in a Box 




AURORA — Oak 

Barometer, Thermometer and Calendar 



Barometer, 
Thermometer 
and Calendar 



MINERVA — Oak 
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CHICAGO CALENDAR 

Barometer and Thermometer 
List, each, $5.70 

Six Clocks in a Box 

Any Oak Mantel or 

Hanging Clock 

Fitted with Calendar, 40 cents 

additional, list 

Fitted with Barometer and 

Thermometer, 55 cents 

additional, list 





CHICAGO CALENDAR — Oak 
Barometer and Thermometer 



TOPAZ CALENDAR 

Barometer and Thermometer 

List, each, $5.30 

Dial, 6 inches 
Height, 23 inches 
Eight Day- 
Hour and Half-Hour Strike 
Six Clocks in a Box 



TOPAZ CALENDAR — Oak 

Barometer and Thermometer 
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ITASCA HANGING — Oak 

Dial, 6 inches 

Height, 2b]A inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $4.40 

Fitted with Alarms or Gongs 
45 cents additional, list 

Six Clocks in a Box 




SUWANEE HANGING— Oak 



SUWANEE HANGING — Oak 

Dial, 6 inches 

Height, 26 inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $4.55 

Fitted with Alarms or Gongs 
45 cents additional, list 

Six Clocks in a Box 

Any Oak or Walnut Mantel Clock 
fitted with a Drop Bracket, when so 
ordered, 45 cents additional, list. 
Level, 15 cents additional, list. Cal- 
endar, 40 cents additional, list. 
Thermometer and Barometer, 55 
cents additional, list. 
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CABINETS 
Nos. 19-20-21 



Dial, 6 inches 

Height, 19X inches 

Eight Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 
Three Styles 
Six Clocks in a Box 




CABINET No. 20 
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CABINETS 

Nos. 7-8 



Dial, f> inches 

Height, 1 .")'_> inches 

Eight Day 

Patent Regulator 

Half-Hour Tup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

List, each, $5.00 

Fitted with Alarms 
45 cents additional, list 

Xo. 7 has 
Natural Wood Columns 

Xo. 8 has 

Imitation Onyx Columns 

Six Clocks in a Box 




CABINET No. 7 








CABINET No. 8 
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CABINETS 
Nos. 13 to 18 



Dial, 5 inches 

Height, 15>£ inches 

Eight Day 

Patent Regulator 

Half-Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

List, each, $4.75 

Fitted with Alarms 

45 cents additional, list 

Six Clocks in a Box 




CABINET No. 14 




CABINET No. 13 
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CABINET No. 15 
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CABINETS 

Nos. 13 to 18 




CABINET No. 16 








Dial, 5 inches 

Height, \b x / 2 inches 

Eight Day 

Patent Regulator 

Half-Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

List, each, $4.75 

Fitted with Alarms 
45 cents additional, list 




CABINET No. 17 



CABINET No. 18 
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CABINETS 

A to F 



Dial, 5 inches 

Height, 15^ inches 

Eight Day 

Patent Regulator 

Half-Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

List, each, $5.00 

Fitted with Alarms 

45 cents additional, list 

Six Clocks in a Box 




CABINET No. B 




CABINET No. A 




CABINET No. C 
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CABINETS 
A to F 




Dial, 5 inches 

Height, 15>£ inches 

Eight Day 

Patent Regulator 

Half-Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

List, each, $5.00 

Fitted with Alarms 
45 cents additional, list 
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CABINET No. D 




CABINET No. F 
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MILFORD — Oak or Walnut 

Dial, 12 inches 

Eight Day, Time $6.00 

Eight Day, Strike 7.00 




LOBBY — Solid Oak 

Dial, 12 inches 
Eight Day, Time $7.70 



THE E. INGRAHAM CO., BRISTOL, CONN. 



73 



SOLAR 

Solid Oak 




Dial, 13 inches 

Case, 21 inches square. 

Eight Day, Time $8.00 
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DROP OCTAGON — Solid Oak 




12-inch Drop Octagon 

Dial, 12 inches Height, 25 inches 

Eight Day, Time $5.85 

Eight Day, Strike 6.85 

Eight Day, Time, Calendar .... 6.25 

Eight Day, Strike, Calendar . . . 7.25 

10-inch Drop Octagon 
Dial, 10 inches Height, 21 inches 

Eight Day, Time $5.55 

Eight Day, Strike 6.55 

Eight Day, Time, Calendar .... 5.95 

Eight Day, Strike, Calendar . . . 6.95 

8-inch Drop Octagon 

Dial, 8 inches Height, 19 inches 

Eight Day, Time $5.25 

Eight Day, Strike 6.25 

Eight Day, Time, Calendar .... 5.65 
Eight Day, Strike, Calendar . . . 6.65 



INGOT — Solid Oak 



12-inch Ingot 

Dial, 12 inches Height, 25 inches 

Eight Day, Time $5.85 

Eight Day, Strike 6.85 

Eight Day, Time, Calendar .... 6.25 

Eight Day, Strike, Calendar . . . 7.25 

10-inch Ingot 

Dial, 10 inches Height, 21 inches 

Eight Day, Time $5.55 

Eight Day, Strike 6.55 

Eight Day, Time, Calendar .... 5.95 

Eight Day, Strike, Calendar . . . 6.95 

8-inch Ingot 
Dial, 8 inches Height, 19 inches 

Eight Day, Time $5.25 

Eight Day, Strike 6.25 

Eight Day, Time, Calendar .... 5.65 
Eight Day, Strike, Calendar . . . 6.65 
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LYRIC — Solid Oak 




LUSTRE 

Solid Oak 

Dial, 12 inches 
Height, 27 inches 

Eight Day, Time 

Eight Day, Strike .... 
Eight Day, Time, Calendar 
Eight Day, Strike, Calendar 



$5.90 
6.90 
6.30 
7.30 



LYRIC 

Solid Oak 

Dial, 12 inches 
Height, 27 inches 

Eight Day, Time 

Eight Day, Strike .... 
Eight Day, Time, Calendar 
Eight Day, Strike, Calendar 



$5.90 
6.90 
6.30 
7.30 



LUSTRE — Solid Oak 
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IONIC — Rosewood 




Dial, 10 inches Height, 22 inches 

Eight Day, Time $6.45 

Eight Day, Strike 7.45 



IONIC — Mosaic 




Dial, 10 inches Height, 22 inches 

Eight Day, Time $6.70 

Eight Day, Strike 7.70 
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DEW DROP 

Imitation Rosewood or Oak Finish 



HARTFORD — Solid Oak 





Dial, 12 inches Height, 23y 2 inches 

Eight Day, Time $5.85 

Eight Day, Strike 6.85 

Eight Day, Time, Calendar .... 6.25 
Eight Day, Strike, Calendar . . . 7.25 



Dial, 12 inches Height, 32 inches 

Eight Day, Time $6.60 

Eight Day, Strike 7.60 

Eight Day, Time, Calendar .... 7.00 
Eight Day, Strike, Calendar . . . 8.00 
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WESTERN UNION — Solid Oak 



COMMERCIAL — Solid Oak 




Dial, 12 inches Height, 36 inches 

Eight Day, Time $6.60 

Eight Day, Strike 7.60 

Eight Day, Time, Calendar .... 7.00 
Eight Day, Strike, Calendar . . . 8.00 



Dial, 12 inches Height, 32 inches 

Eight Day, Time $6.60 

Eight Day, Strike 7.60 

Eight Day, Time, Calendar .... 7.00 
Eight Day, Strike, Calendar . . . 8.00 
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POSTAL — Solid Oak 



HERALD 

Solid Oak — Rubbed Finish 




Dial, 12 inches Height, 31^ inches 

Eight Day, Time $6.90 

Eight Day, Strike 7.90 

Eight Day, Time, Calendar .... 7.30 
Eight Day, Strike, Calendar . . . 8.30 



Dial, 12 inches Height, 33 inches 

Eight Day, Time $6.90 

Eight Day, Strike 7.90 

Eight Day, Time, Calendar .... 7.30 

Eight Day, Strike, Calendar . . . 8.30 
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LANDAU 

Solid Oak — Rubbed Finish 
Golden Oak or Mission Finish as Specified 




Dial, 10 inches Height, 2>&% inches 

Eight Day, Time $7.05 

Eight Day, Strike 8.05 

Eight Day, Time, Calendar 7.45 

Eight Day, Strike, Calendar 8.45 
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NORTHWESTERN — Solid Oak 




Dial, 12 inches Height, 39 inches 

Eight Day, Time $7 ' 05 

Eight Day, Strike 8 - 05 

Eight Day, Time, Calendar 7 ' 45 

Eight Day, Strike, Calendar 8 - 45 
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HIGHLAND 

Solid Oak — Rubbed Finish 



RELIANCE — Solid Oak 




Dial, 12 inches Height, 37K inches 

Eight Day, Time $8.00 

Eight Day, Strike 9.00 

Eight Day, Time, Calendar 8.40 

Eight Day, Strike, Calendar .... 9.40 



Dial, 12 inches Height, 38^ inches 

Eight Day, Time $8.00 

Eight Day, Strike 9.00 

Eight Day, Time, Calendar .... 8.40 
Eight Day, Strike, Calendar . . . 9.40 
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ORMOND 

Solid Oak — Hand Polished 




Dial, 12 inches Height, 35^ inches 

Eight Day, Time $11.70 

Eight Day, Strike 12 - 70 

Eight Day, Time, Calendar . 12 - 10 

Eight Day. Strike. Calendar 13 « 10 



GRIFFITH - STILLINGS PRESS 
368 CONGRESS ST., BOSTON 



